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The contour of Niagara Falls is constantly 
changing from the effects of frost, erosion and 
undermining of the rocks by falling water. 
Because of these workings of nature, the 
American Falls has been changed in the past 
>! few years from almost a straight front to the 
^ ragged crest line shown in thi3 picture. 
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108—American Falls from Luna Island, showing New Rainbow Bridge, Niagara Falls, N. Y. 
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